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- ATTACHMENT 3 


ADMINISTRATION OF SAFETY AND HEALTH PROGRAM 


AGENCY 


AGENCY HEAD 


AGENCY DESIGNATED 
SATETY AND HEALTH 
OFFICIAL 


AGENCY SAFETY 

AND HEALTH 
(COORDINATOR 
DIRECTOR, CHIEF, 
MANAGER, ETC.) 


NAME 


ADDRESS 


NAME 
TITLE 


ADDRESS 


NAME 
TITLE 


ADDRESS 


Ne nN 


TITLE 


ADDRESS 


Central Intelligence Agency 


Washington, De Cw, 20005. > 


William J. Casey 


Director 


Central Intelligence Agency 


Washington, D. C. 20505 


Max Hugel 


Deputy Director for Administration _ 


Central Intelligence Agency 


Washington, D. C. 20505 __ 


Safety Officer 


GRADE LEVEL 15 JOB SERIES Safety Manager (018) 


Central Intelligence Agency 


Washington, D.C. 20505 


poons No.[) od 
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